DOCKETED ITEMS       93

-9109160326 Monthly operating repts for Aug 1991 for Beaver Valley Units 1 & 2.
JONES.D.T.,   WINGER.M.A.   Duquesne   Light   Co.   91/08/31.   8pp.   59119:234-
59119:241.

-9109160327 Revised monthly operating rept for Jul 1991 for Beaver Valley Unit 1.
WINGER.MA,   JONES.D.T.   Duquesne   Light   Co.   91/07/31.   3pp.   59119:242-
59119:244.

S. Reportabie

19, LERs It related correspondence

9109160244 Forwards "NPDES Discharge Monitoring Rept for Beaver Valley Power Sta-
tion for Jul 1991" & NPDES noncompfiance rept.

NOONAN.T.P. Duquesne Light Co. 91/08/23. Document Control Branch (Document
Control Desk). 1p. 59119:016-59119:076.

-9109160246 NPDES noncompHance notifications 910703,Unit 1  chemical waste
sump at Discharge 101 exceeded daily max spec of 100.00 mg/1 total suspended
solids.Regenerant hold tanks inspected for excessive corrosion.
NOONAN.T.P. Duquesne Light Co. 91/08/23. Environmental Protection Agency. 2pp.
59119:017-59119:018.

-9109160247 "NPDES Discharge Monitoring Repts for Beaver Valley Power Station for
Jul 1991." W/910823 Itr.
NOONAN.T.P. Duquesne Light Co. 91/07/31. 60pp. 59119:019-59119:076.

9109100231 Forwards corrected copy of 910826 Itr.transmitting LER 91-024-O.Ltr
Number ND3MNO:3180 should have been ND3MNO:3179.

NOONAN.T.P. Duquesne Light Co. 91/09/04. Document Control Branch (Document
Control Desk). 1p. 59083:063-59083:070.

9109110010 Revised Part 21  rept re failure of Crosby spring relief valves during
testing.Valve prematurely lifted during sixth & seventh refueling outages due to use of
stainless instead of carbon steel.Springs.w/new mat),installed at facility.
NOONAN.T.P. Duquesne Light Co. 91/09/04. Document Control Branch (Document
Control Desk). 4pp. 59088:327-59088:330.

9109110021 Forwards LER 91-021-01.Rev issued to clarify method of control rod inser-
tion & failure description of affected fuse.

NOONAN.T.P. Duquesne Light Co. 91/09/06. Document Control Branch (Document
Control Desk). 3pp. 59215:291-59215:297.

-9109110025 LER 91-021-01:on 910718,when control bank B selected & demanded to
insert.rod control sys urgent alarm came on. Caused by blown fuse & fuse indicator in
1BD power cabinet. Control rods inserted by manually opening trip breaker.
NOONAN.T.P. Duquesne Light Co. 91/09/06. 4pp. 59215:294-59215:297.

V. Operator Examinations

9109270032 Extends invitation to power reactor operator license examiners/training
manager meeting on 911106-07 in King of Prussia.PA.Preliminary meeting agenda
also end.

HODGES.M.W. Region 1 (Post 820201). 91/09/19. SIEBER.J.D. Duquesne Light Co.
5pp. 59216:126-59216:130.
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P. Operating license stage documents & correspondence

9109240329 Requests review of encl info re allegation RII-91-A-0072 & comments for-
warded within 45 days of receipt of Itr.EncI withheld (ref 10CFR2.790).
REYES.L.A. Region 2 (Post 820201). 91/04/30. BEARD.P.M. Florida Power Corp.
(subs, of Florida Progress Corp.). 3pp. 59184:303-59184:305.

9109050037 Informs that use of code case N-468 for facilities denied. Sufficient bases
did not exist to endorse code case N-468 for inclusion in Reg Guide 1.84. "Design &
Fabrication Acceptability ASME Section III.Div 1."

NORRIS.J.A. Project Directorate II-2. 91/08/27. GOLDBERG.J.H. Florida Power &
Light Co. 2pp. 59009:254-59009:255.

9109060106 Summary of 910821 meeting w/util in Rockville.MD re status of all active

NORRIS.J.A.   Project   Directorate   II-2.   91/08/27.   Project   Directorate   II-2.  2pp.
59016:012-59016:013.

9109160009 Informs that changes to topical QA rept consistent w/ provisions of

10CFR50,App B requirements 4 acceptable.
GIBSON.A.F. Region 2 (Post

....... . Region 2 (Post 820201). 91/08/27. GOLDBERG.J.H. Florida Power &

Light Co. 5pp. 59096:288-59096:293.

9109170129 Notice of denial of amends to Licenses DPR-67 & NPF-16,per 871222 ap-
plication & as modified by 900827 Itr.Advises that licensee may demand hearing w/
respect to denial by 911009.

BERKOW.H.N. Project  Directorate  11-4  (formerly TVA  Project Directorate) (Post
900603). 91/08/30. 2pp. 59120:074-59120:075.

9109100270 Requests relief from 910929 quarterly CEA test due to proximity to 911018
refuelingoutage.

GOLDBERG,J.H. Florida Power & Light Co. 91/09/03. Document Control Branch
(Document Control Desk). 1p. 59087:172-59087:172.

9109130106 Notification of 910920 meeting w/util in Rockville.MD to discuss status of
licensing actions.

NORRIS.J.A. Project Directorate 11-2. 91/09/10. BERKOW.H.N. Project Directorate II-
2. 3pp. 59107:243-59107:245.

9109130232 Grants request to be relieved from performing last quarterly test prior to
scheduled outage based on successful results from testing of CEAs five times since
commencement of testing program & short duration of extension of testing.
NORRIS.JA Project Directorate II-2. 91/09/10. GOLDBERG.J.H. Florida Power &
Light Co. 2pp. 59113:043-59113:044.

9109170325 Forwards amend 109 to license DPR-67 & safety evaluation. Amend de-
letes facility Unit 1 TS 3/4.2.2, "Total Planar Radial Peaking Factor F(txy)" & all of
refs.

NORRIS.J.A. Project Directorate II-2. 91/09/10. GOLDBERG.J.H. Florida Power &
Light Co. 3pp. 59117:321-59117:360.

-9109170328 Amend 109 to license DPR-67,deleting facility unit 1 TS 3/4.2.2, "Total
Planar Radial Peaking Factor-F(txy)" &. all refs.
BERKOW.H.N. Project Directorate II-2. 91/08/10. 20pp. 59117:324-59117:342.

-9109170331 Safety evaluation supporting amend 109 to license DPR-67.

*  Office of Nuclear Reactor Regulation. Director (Post 870411). 91/09/10. 4pp.
59117:343-59117:360.

9109180166 Summary of 910718 meeting w/util in Rockville.MD re status of outage ac-
tivities at facility & licensing activities under util Corporate Nuclear Licensing Group.
AULUCK.R., NORRIS.J.A. Project Directorate II-2. 91/09/12. Project Directorate II-2.
2pp. 59133:351 -59133:352.

9109180230 Forwards SE & TER supporting info submitted per 10CFR50.63 & providing
plan & schedule for conformance w/station blackout rule.

NORRIS.J.A. Project Directorate II-2. 91/09/12. GOLDBERG.J.H. Florida Power &
Light Co. 4pp. 59134:208-59134:253.

-9109180234 Safety evaluation supporting design & proposed method of dealing w/sta-
tion blackout pending commitment to implement documented requests.

*  Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/12. 11pp.
59134:212-59134:253.

9109190258   Forwards   unsatisfactory   performance   testing   incident   repts.   per
10CFR26.Test specimens submitted to Roche Biomedical Labs for evaluation.
BOHLKE.W.H. Florida Power & Light Co. 91/09/13. Document Control Branch (Docu-
ment Control Desk). 22pp. 59201:313-59201:338,

Q. Inspection reports, IE Bulletins & correspondence

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 66pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109230234 Notification of contract execution: "Electrical Distribution Sys Functional
Insp - St Lucie," awarded to AECL Technologies.

MANN.R. Division of Contracts & Property Management (Post 890205). NRC-03-90-
031. 91/09/13. SCHWINK.W.S. Program Management, Policy Development & Analy-
sis Staff (Post 870411). THOMAS.B.E. NRC - No Detailed Affiliation Given. 1p.
59187:059-59187:061.

-9109230237 Ltr contract awarding Task Order 21 to, "Electrical Distribution Sys Func-
tional Insp - St Lucie," awarded to AECL Technologies.

SCOTT.M.L Contract Administration Branch 1 (Post 900603). NRC-03-90-031. 91/09/
12. SHIFLETT.D.R. AECL Technologies. 2pp. 59187:060-59187:061.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Swrtchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York. Inc. 87pp. 59263:106-59263:194.

9109230218 Forwards evaluation criteria for licensee to use to assess adequacy of pro-
gram w/respect to Action 3 of NRC Bulletin 88-08, "Thermal Stresses in Piping Con-
nected to PCS," per util 880928 response to subj bulletin.

NORRIS.J.A. Project Directorate II-2. 91/09/16. GOLDBERG.J.H. Florida Power &
Light Co. 6pp. 59191:159-59191:164.

9109230241 Forwards audit trip rept on audit of C-E Owners Group pressurizer surge
line thermal stratification evaluation program to address NRC Bulletin 88-011 issues &
NRC review of CEN-387-P.

NORRIS.J.A. Project Directorate II-2. 91/09/16. GOLDBERG.J.H. Florida Power &
Light Co. 21pp. 59191:108-59191:128.

R. Periodic operating reports & related correspondence

9109040485 Combined semiannual  radioactive effluent release rept for Jan-June
1991.W/910826 Itr.
SAGER.D.A. Florida Power & Light Co. 91/06/30. 26pp. 59008:322-59008:347.

9109190126 Monthly operating repts for Aug 1991 for St Lucie.Units 1 & 2.W/910911
Itr.

BREEN.J.J., SAGER.D.A. Florida Power & Light Co. 91/08/31. 9pp. 59164:163-
59164:171.

3. Reportable

i, LERs & related correspondence

9109040362 Special repton 910801 .entire meterological station i
greater than seven days due to planned plant mod to replace c
equipment.Mods & instrument calibr will be completed on or befc

i removed from svc for
i to replace obsolete meterological

_.,__                          ___________________r._ted on or before 910829.

SAGER.D.A. Florida Power & Light Co. 91/08/26. Document Control Branch (Docu-
ment Control Desk). 2pp. 58997:057-58997:058.19:076.
